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ACTION AF- 1 8 

INFO OCT-OI ISO-00 EUR-25 EB-II COME-00 SCEM-02 INT-08 

TRSE-00 XMB-07 DRC-OI RSC-OI /074W 

080976 

R26I155ZNOV 73 
FM AMEMBASSY TANANARIVE 
TO AMEMBASSY LONDON 
INFO SECSTATE WASHDC 5805 

UNCLAS TANANARIVE 1621 

E.O. 11652: N/A 

TAGS: ENRG, ETRD, MA 

SUBJ: ROGEZ HYDROELECTRIC PROJECT 

REE: TANANARIVE 1589 (NOTAL) 

1. PLEASE INFORM DE SPEVILLE OE KAISER ENGINEERS THAT HE MAY 
WISH CONSIDER EOLLOWING INFORMATION IN MAKING PLANS FOR TRAVEL 
TO TANANARIVE. 

2. DURING NOVEMBER 24 MEETING WITH EXIMBANK OFFICIAL AND 
EMBOFF, DIRECTOR OF MINES AND ENERGY RAZAFINDRATANDRA 
INDICATED HIS DIRECTORATE HAS RECENTLY COMPLETED DETAILED 
STUDY ROGEZ PROJECT WHICH WAS SENT TO WORLD BANK LAST WEEK. 

HE SAID THAT UNTIL WORLD BANK HAS HAD OPPORTUNITY TO 
STUDY PROJECT AND TO DECIDE WHETHER IT IS PREPARED TO PROVIDE 
AID EUNDS FOR ALL OR PART OF CONSTRUCTION, HIS DIRECTORATE 
COULD NOT NEGOTIATE ON PROPOSALS PUT FORTH BY 

PRIVATE FOREIGN FIRMS, INCLUDING KAISER. HE THOUGHT IT WOULD 
TAKE FIVE OR SIX MONTHS BEFORE WORLD BANK MADE DECISION. 
INCIDENTALLY HE NOTED HE HAD ALSO RECEIVED PROPOSALS FROM 
BRITISH, ITALIAN AND JAPANESE FIRMS .MATHERON 
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Current Classification: UNCLASSIFIED 

Concepts: CONSTRUCTION, HYDROELECTRIC POWER PLANTS, BANK LOANS 

Control Number: n/a 
Copy: SINGLE 
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Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973TANANA01621 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: TANANARIVE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731 1 1 2/aaaaaisw.tel 
Line Count: 49 
Locator: TEXT ON-LINE 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: TANANARIVE 1589 (NOTAL) 

Review Action: RELEASED, APPROVED 
Review Authority: hilburpw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 AUG 2001 
Review Event: 

Review Exemptions: n/a 
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Secure: OPEN 
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TAGS: ENRG, ETRD, MA 
To: LONDON 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




